PERFUMES AND  THEIR  PREPARATION.
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numerous perforations, while R opens into the space M.
When r is opened, distillation takes place by direct steam;
when R is opened, by indirect steam; when both faucets are
opened, the still is heated at the same time with direct and
indirect steam.

The vapors  rising from the still D pass through the helm
C and the tube A into the worm K; the fluid condensed in

FIG. 15.

the latter drops into the tin Florentine flask F, the aromatic
water flowing from the latter passes back into the still D
through the Welter funnel T and is distilled over again, so
that the entire distillation can be effected with very little
water, and it is continued until the water escaping from the
Florentine flask is freed from oil and odorless.

When working with superheated steam, it is necessary to
set under the funnel tube T a vessel twice the size of the
Florentine flask, which is provided with a stop-cock above
and below. The lower cock is closed, the vessel is allowed to
fill with water from F, then the upper cock is closed, the con-
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